When in Miami Beach, stay at the New 

BEACON HOTEL 

On the Ocean Front 
720 Ocean Drive at 7th Street 

New—Fireproof—Conveniently located to all sports 
and social activities —Every modern appointment — 
Solarium — Private parkins facilities — 


PLACE 
ONE CENT 
STAMP 
HERE 

OB-H1269 





BEACON HOTEL 


Overlooking Beautiful Park and Ocean 


MIAMI BEACH, FLORIDA 

















